Wl TTENBQRG 


TECHNICAL INFORMATION 


TYPE NO 


FB 2800 


TYPE 


Freshbrew 


T.I.-NO 


.03/01 


SERIAL NUMBERS 
AFFECTED 


From machine number 493089 


ISSUED BY Documentation/ 
Wittenborg Odense 


SUBJECT 


Change of Motor Supplier, from ECM into 
Mellor 


ISSUED FOR (X): 


Action 


Information 

X 


COMPONENT CONCERNED 
WA Item 

No Description 

41507201 Scraper motor 


Models 

FB 2800 


Application 

Scraper 


MODIFICATION 

• From end of March, 2000 the new motor make (from ECM into Mellor) have been 
introduced gradually in all other Wittenborg machines. 


REASON 

• The new motor offers lower power consumption and lower noise. 
REPLACEABILITY 

• The motor is directly replaceable. The part number is maintained. 
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• Bent Erik Truelsegaard 
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